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LIMITED OFFICIAL USE OECD PARIS 32110 
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E.O.: 11652: XGDS-1 
TAGS: ESTC, COCOM, US, HU 

SUB J : US OSCILLOSCOPES AND ACCESSORIES TO HUNGARY - IL 1584 
REF: STATE A- 10081 

BROCHURES ON TYPE 1805 A AMPLIFIER WERE NOT RECEIVED WITH 
TIISSUE COPY OF AIRGRAM. PLEASE VERIFY THEIR DISPATCH. 

IS IT POSSIBLE DATA ON THIS EQUIPMENT MAY HAVE APPEARED 
ON BROCHURES SUBMITTED WITH OTHER CASES EVEN THOUGH THE 
TYPE 1805 A WAS NOT INVLVED AT THE TIME? 

BROWN 


LIMITED OFFICIAL USE 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: OSCILLOSCOPES, SHIPPING DOCUMENTS 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 17 DEC 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: garlanwa 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973OECDP32110 
Document Source: CORE 
Document Unique ID: 00 
Drafter: n/a 

Enclosure: DG ALTETED 
Executive Order: N/A 
Errors: N/A 
Film Number: n/a 
From: OECD PARIS 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t19731221/aaaaapbu.tel 

Line Count: 41 
Locator: TEXT ON-LINE 
Office: ACTION EB 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: LIMITED OFFICIAL USE 

Previous Handling Restrictions: n/a 

Reference: STATE A-10081 

Review Action: RELEASED, APPROVED 

Review Authority: garlanwa 

Review Comment: n/a 

Review Content Flags: 

Review Date: 27 AUG 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <27-Aug-2001 by garlanwa>; APPROVED <29-Nov-2001 by garlanwa> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: US OSCILLOSCOPES AND ACCESSORIES TO HUNGARY - IL 1 584 
TAGS: ESTC, US, HU, COCOM 
To: STATE 
Type: TE 
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